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SECRET ▼ 


000600080010-5 


OXC-1504-67 
Copy / of / £> 

7 December 1967 


MEMORANDUM FOR: Deputy for Materiel, OSA 


SUBJECT 


: Type II Disposition (SCOPE COTTON) 


1. Reference is made to your memo, Subject same as 
above (OXC-1263-67) dated 16 November 1967. 

2. This office is not aware of any on-going programs 
other than OXCART, either inside the Agency or in DOD 
which could utilize the Type II sensor system. 
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Special Activities 
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Distribution : 

Copy 1 - D/M/OSA 

2 - DD/SA 

3 - D/O/OSA 

4 - COMPT/OSA 

5 - CMD/COMPT/OSA 

6 - BPD/COMPT/OSA 

7 - SSD/R&D/ OSA 

8 - D/R&D/OSA 

9 - SSD/R&D/ OSA(Chrono) 

10 - RB/OSA 


tr:? 


SECRET 1 

Approved For Release 2003/12/19 : CIA-RDP71B00399R000600080010-5 




